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REA  today  announced  the  following  allotments: 


FLORIDA  14  CLAY 
Clay  Electric  Cooperative 
Association,  Inc. , 
Keystone  Heights,  Florida 
(F.  W.  Doying,  President) 


Allotment  of  $163,000  to  "build,  approximately  143 
miles  of  line  to  serve  about  3S0  customers  in 
Alachua,  Bradford,  Clay,  Putnam  and  Union  Countie 
This  allotment  includes  $30,000  for  the  purchase 
of  a.  distribution  system  from  the  Keystone 
Power  and  Light  Company. 

This  project  also  has  been  allotted  $42,000  to 
rehabilitate  and  add  to  a generating  plant  in 
Keystone  Heights,  Florida,  which  will  furnish 
power  for  the  above  mentioned  lines. 


FLORIDA  16  SUMTER 

Sumter  Electric  Cooperative 

Association,  Inc., 

Bushnell,  Florida 

(j.  H.  Hughes,  President) 


Allotment  of  $166,000  to  build  approximately  179 
miles  of  line  to  serve  about  418  customers  in 
Sumter,  Lake,  Marion  and  Hernando  Counties. 
Allotment  of  $34,000  to  install  a generating 
plant  in  the  vicinity  of  Bushnell,  Florida, 
which  will  furnish  power  for  the  project. 


NORTH  CAROLINA  16  EDGES OEBE 
Cdgecombe-Martin  County  Electric 
Membership  Corporation, 

Tarboro,  North  Carolina 
(B.  C.  Mayo,  President) 


Allotment  of  $111,000  to  build  approximately  107 
miles  of  line  to  serve  about  348  customers  in 
Edgecombe,  Martin  and  Pitt  Counties.  The  project 
previously  has  been  allotted  $32,000  to  build  35 
miles  of  line  to  serve  about  160  customers. 

The  source  of  power  is  the  Tarboro  Municipal 
Plant  with  an  average  rate  of  1.22 # per  kwh. 


OHIO  32  BELMONT 
Belmont  County  Farm  Bureau 
Cooperative  Association,  Inc., 
St.  Clairsville,  Ohio 
(James  D.  Lyle,  President) 

OHIO  39  PAULDING 

Paulding- Putnam  Rural  Electric 

Cooperative,  Inc., 

Paulding,  Ohio 

(V.  E.  Patterson,  Project  Supt.) 


Allotment  of  $128,500  to  build  approximately  120 
miles  of  line  to  serve  about  324  customers  in 
Belmont  and  Monroe  Counties.  The  source  of  power 
will  be  the  Ohio  Power  Company  with  an  average 
rate  of  1.49#  nor  kwh. 

Allotment  of  $125,000  to  build  about  130  miles 
of  lino  to  servo  approximately  425  customers  in 
Paulding,  Putnam  and  Defiance  Counties. 

The  project  previously  has  been  allotted  $100,000 
to  build.  99  miles  of  lino  to  serve  some  340 
customers.  The  source  of  power  is  the  Ohio 
Power  Company  with  an  average  rate  of  1.28#  per 
kwh. 


OHIO  41  LICKING 

Licking  Rural  Electrification 

Cooperative,  Inc. , 

Newark,  Ohio 

(Charles  D.  Dunlap , Project  Supt.) 


Allotment  of  $135,000  to  build  approximately  143 
miles  of  lino  to  serve  about  375  customers  in 
licking  and  Knox  Counties.  The  project  prcviousl 
has  boon  allotted  $142,000  to  build  144  miles  of 
line  to  serve  some  455  customers.  The  source  of 
power  is  the  Ohio  Power  Company  with  an  average 
rate  of  1.39#  per  kwh. 


OKLAHOMA  16  PONTOTOC 
Int or- State  Cooperative 
Electric  and  Power  Company, 
(E.  N.  Jones,  President, 

Ada,  Oklahoma) . 

UTAH  7 V/AYK5 

Feoplcs  Light  end  Power  Co., 
Loa,  Utah 

(George  T.  Ecker si by,  General 
Manager) . 


Allotment  of  $135,000  to  build  approximately 
125  miles  of  line  to  serve  about  331  customers 
in  Fontotoc,  Hughes  and  Coal  Counties. 


Allotment  of  $5,000  to  cover  the  cost  of 
material  and  equipment  to.  build  approximately 
14  miles  of  line  to  serve  some  38  customers 
in  Jayne,  Fiute  and  Sevier  Counties.  The 
source  of  power  is  the  Peoples  Light  and 
Power  Company  with  an  average  rate  of  1.5^ 
uer  kwh. 


